NASA/TM— 20 10-216787 


AIAA-20 10-6247 



Preliminary Testing of a Pressurized Space Suit and 
Candidate Fabrics Under Simulated Mars Dust 
Storm and Dust Devil Conditions 


James R. Gaier 

Glenn Research Center, Cleveland, Ohio 
Pablo G. de Leon 

University of North Dakota, Grand Forks, North Dakota 
Pascal Lee 

Mars Institute, Moffett Field, California 
Terry R. McCue 

Arctic Slope Regional Corporation, Cleveland, Ohio 
Edward W. Hodgson 

Hamilton Sundstrand Space Systems International, Windsor Locks, Ohio 
Jeff Thrasher 

Yap Films, Toronto, Ontario, Canada 


August 2010 


NASA STI Program ... in Profile 


Since its founding, NASA has been dedicated to the 
advancement of aeronautics and space science. The 
NASA Scientific and Technical Information (STI) 
program plays a key part in helping NASA maintain 
this important role. 

The NASA STI Program operates under the auspices 
of the Agency Chief Information Officer. It collects, 
organizes, provides for archiving, and disseminates 
NASA’s STI. The NASA STI program provides access 
to the NASA Aeronautics and Space Database and 
its public interface, the NASA Technical Reports 
Server, thus providing one of the largest collections 
of aeronautical and space science STI in the world. 
Results are published in both non-NASA channels 
and by NASA in the NASA STI Report Series, which 
includes the following report types: 

• TECHNICAL PUBLICATION. Reports of 
completed research or a major significant phase 
of research that present the results of NASA 
programs and include extensive data or theoretical 
analysis. Includes compilations of significant 
scientific and technical data and information 
deemed to be of continuing reference value. 
NASA counterpart of peer-reviewed formal 
professional papers but has less stringent 
limitations on manuscript length and extent of 
graphic presentations. 

• TECHNICAL MEMORANDUM. Scientific 
and technical findings that are preliminary or 
of specialized interest, e.g., quick release 
reports, working papers, and bibliographies that 
contain minimal annotation. Does not contain 
extensive analysis. 

• CONTRACTOR REPORT Scientific and 
technical findings by NASA-sponsored 
contractors and grantees. 


• CONFERENCE PUBLICATION. Collected 
papers from scientific and technical 
conferences, symposia, seminars, or other 
meetings sponsored or cosponsored by NASA. 

• SPECIAL PUBLICATION. Scientific, 
technical, or historical information from 
NASA programs, projects, and missions, often 
concerned with subjects having substantial 
public interest. 

• TECHNICAL TRANSLATION. English- 
language translations of foreign scientific and 
technical material pertinent to NASA’s mission. 

Specialized services also include creating custom 

thesauri, building customized databases, organizing 

and publishing research results. 

For more information about the NASA STI 

program, see the following: 

• Access the NASA STI program home page at 
http://www.sti.nasa.gov 

• E-mail your question via the Internet to help@ 
sti.nasa.gov 

• Fax your question to the NASA STI Help Desk 
at 443-757-5803 

• Telephone the NASA STI Help Desk at 
443-757-5802 

• Write to: 

NASA Center for AeroSpace Information (CASI) 
7115 Standard Drive 
Hanover, MD 21076-1320 


NASA/TM— 20 10-216787 


AIAA-20 10-6247 



Preliminary Testing of a Pressurized Space Suit and 
Candidate Fabrics Under Simulated Mars Dust 
Storm and Dust Devil Conditions 


James R. Gaier 

Glenn Research Center, Cleveland, Ohio 
Pablo G. de Leon 

University of North Dakota, Grand Forks, North Dakota 
Pascal Lee 

Mars Institute, Moffett Field, California 
Terry R. McCue 

Arctic Slope Regional Corporation, Cleveland, Ohio 
Edward W. Hodgson 

Hamilton Sundstrand Space Systems International, Windsor Locks, Ohio 
Jeff Thrasher 

Yap Films, Toronto, Ontario, Canada 


Prepared for the 

40th International Conference on Environmental Systems 

cosponsored by AIAA, AIChE, ASME, SAE Environmental Systems Committee, and 
the ICES International Committee 
Barcelona, Spain, July 11-15, 2010 

National Aeronautics and 
Space Administration 


Glenn Research Center 
Cleveland, Ohio 44135 


August 2010 


Acknowledgments 


The authors would like to thank the production crew from Yap films, who worked with us on the film project, “Storm Worlds”. 
J. Ware of 1LC Dover kindly presented six of the samples for the test. K. Smith, was indispensible as the operator of the 
MARSWIT, and provided many practical suggestions and improvements for wind tunnel tests. 


Trade names and trademarks are used in this report for identification 
only. Their usage does not constitute an official endorsement, 
either expressed or implied, by the National Aeronautics and 
Space Administration. 


Level of Review. This material has been technically reviewed by technical management. 


Available from 


NASA Center for Aerospace Information 
7115 Standard Drive 
Hanover, MD 21076-1320 


National Technical Information Service 
5301 Shawnee Road 
Alexandria, VA22312 


Available electronically at http://gltrs.grc.nasa. gov 


Preliminary Testing of a Pressurized Space Suit and 
Candidate Fabrics Under Simulated Mars Dust 
Storm and Dust Devil Conditions 

James R. Gaier 

National Aeronautics and Space Administration 
Glenn Research Center 
Cleveland, Ohio 44135 

Pablo G. de Leon 
University of North Dakota 

Grand Forks, North Dakota 58202 

Pascal Lee 
Mars Institute 

Moffett Field, California 94035 

Terry R. Me Cue 

Arctic Slope Regional Corporation 
Cleveland, Ohio 44136 

Edward W. Hodgson 

Hamilton Sundstrand Space Systems International 
Windsor Locks, Ohio 06096 

Jeff Thrasher 

Yap Films 

Toronto, Ontario, M5V 2J6, Canada 

Abstract 

In August 2009 YAP Films (Toronto) received permission from all entities involved to create a 
documentary film illustrating what it might be like to be on the surface of Mars in a space suit during a 
dust storm or in a dust devil. The science consultants on this project utilized this opportunity to collect 
data which could be helpful to assess the durability of current space suit construction to the Martian 
environment. The NDX-1 prototype planetary space suit developed at the University of North Dakota 
was used in this study. The suit features a hard upper torso garment, and a soft lower torso and boots 
assembly. On top of that, a nylon-cotton outer layer is used to protect the suit from dust. Unmanned tests 
were canned out in the Martian Surface Wind Tunnel (MARSWIT) at the NASA Ames Research Center, 
with the suit pressurized to 10 kPa gauge. These tests blasted the space suit upper torso and helmet, and a 
collection of nine candidate outer layer fabrics, with wind-home simulant for five different 1 0 min tests 
under both terrestrial and Martian surface pressures. The infiltration of the dust through the outer fabric of 
the space suit was photographically documented. The nine fabric samples were analyzed under light and 
electron microscopes for abrasion damage. Manned tests were carried out at Showbiz Studios (Van Nuys, 
California) with the pressure maintained at 20±2 kPa gauge. A large fan-created vortex lifted Martian dust 
simulant (Fullers Earth or JSC Mars-1) off of the floor, and one of the authors (Lee) wearing the NDX-1 
space suit walked through it to judge both subjectively and objectively how the suit perfomied under 
these conditions. Both the procedures to scale the tests to Martian conditions and the results of the 
infiltration and abrasion studies will be discussed. 
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Nomenclature 


q dynamic pressure exerted by wind 

p atmospheric density 

v wind velocity 


Introduction 

It is articulated in the U.S. Space Policy that NASA will act to introduce a human presence to Mars 
during the first half of the 21st Century. Although there have been several very successful robotic landers 
exploring the Martian surface, an entirely new set of challenges must be met to enable human exploration. 
One of those challenges is to develop a space suit that will enable astronauts to survive the harsh Martian 
conditions. One of the conditions that is of concern is the effects of dust on the space suit. It is known 
from the Apollo experience on the moon that dust can degrade a space suit in a number of ways including 
covering up sensitive surfaces, clogging mechanisms, compromising thermal control systems, and 
abrading both the outer fabric and the visor (Ref. 1). This study was conceived as a way to start to 
investigate how severe these interactions may be on the Martian surface. 

The surface of Mars is known to experience dust storms, some of which become global in extent and 
may last several weeks (Ref. 2), and also dust devils (Ref. 3), which are always local in extent but may be 
several tens of times as wide as their terrestrial counterparts. Both phenomena suspend, transport, and 
redistribute dust effectively on Mars, and can result in abrasion and dust-coating of space exploration 
hardware, although surface winds associated with dust storms and dust devils have also been observed to 
sweep spacecraft surfaces clear of dust (as observed on NASA’s Mars Exploration Rovers). Dust storms 
and dust devils may also result in significant reductions or losses in visibility, both through transient and 
local optical thickening of the atmosphere and through the progressive and possibly irreversible alteration 
of optical surfaces (camera lenses, helmet visors). Human explorers on Mars will need to be prepared for 
the immediate dynamic and optical effects of dust storms and dust devils, but also for their effects on the 
transport of larger sand-sized particles, including the accumulation of drifts and dunes which will affect 
mobility. While surface wind patterns on Mars seem to follow generally unidirectional trends, many areas 
on Mars experience locally multiple and complex wind patterns. This makes dust and sand transport 
directions difficult to predict (Ref. 4) and therefore all the more important to be prepared for. 

Little has been done to study the effects of Martian dust on space suit fabrics, but there is a report by 
Marshall et al., that is similar to the tests described here (Ref. 5). They tested small materials patches 
(3 cm diameter) in the Martian Surface Wind Tunnel (MARSW1T) at NASA Ames Research Center. 
Samples of materials used for gloves, boots, woven fabrics, and visors were placed 5 to 10 cm and 50 cm 
from the wind tunnel floor. The lower samples were thus within the boundary layer and the upper samples 
in the free stream. They were tested under 1 atm pressure and 10 mbar pressure air using Carbondale Red, 
JSC Mars-1, and quartz sand as Martian regolith simulants. Unfortunately, only general conclusions 
without data were presented in this extended abstract, and no more complete report was published. 
Generally they concluded that with smaller particles there was lots of adhesion but not much abrasion. 
They did not remove the adhered dust from the materials to look for evidence of abrasion. 

The MARSW1T has also been used to study the interaction of wind-blown sand and dust with 
photovoltaic coverslip and radiator surface materials under Martian pressures (Ref. 6). It was concluded 
in these studies that adhesion dominates when the particles are small, the wind velocity is low, and the 
angle of attack is either glancing or normal. Abrasion becomes important only when the particles are 
rather large, the wind velocity is high, and the angle of attack nears normal. 

In August 2009 YAP Films (Toronto) received permission from all entities involved to create a 
documentary film illustrating what it might be like to be on the surface of Mars in a space suit during a 
dust storm or in a dust devil. The science consultants on the project utilized this opportunity to collect 
data which could be helpful to assess the durability of current space suit construction to the Martian 
environment. Since the primary goal was to create visually compelling footage, and the project operated 
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under severe time and budget constraints, there were inevitable compromises that affect the science. 
Nevertheless, the results which are described herein were instructive. 

Methods and Materials 

The space suit used was the NDX-1 (North Dakota experimental 1) prototype planetary space suit 
developed at the Department of Space Studies of the University of North Dakota under a NASA grant. 

The suit features a hard upper torso garment, and a soft lower torso and boots assembly. On top of that, a 
nylon-cotton outer layer is used to protect the suit from dust. The suit was worn by one of the authors 
(Lee) during the dust devil simulation tests. But since the MARSW1T, in which the Martian dust storm 
simulation tests were conducted, is not man-rated, the suit was internally supported and pressurized to 
7 kPa gauge (1 psig) for these tests. 

Particles can be carried by the wind via three mechanisms. In the first, surface traction, particles move 
very close to the surface and are moved in a sliding or rolling motion. In the second, saltation, particles 
bounce along the surface, moving in trajectories with heights on the order of tens of cm. In the third, 
suspension, particles remain aloft trapped in eddies of turbulent flow. Which mechanism a particle will 
follow depends on the force exerted on the particles by the wind. The force exerted on a particle depends 
on its cross sectional area and the dynamic pressure ( q ) of the wind, which is equal to: 

<7 = V2pv 2 ( 1 ) 

where p is the density of the air, and v is the air velocity. The density of air at atmospheric pressure is 
about 1.2 kg/m 3 . The atmospheric pressure on Mars, as measured by the Viking landers, varies from 700 
to 1000 Pa, 8 and so is about one percent of terrestrial pressure. So terrestrial air at Martian pressures has a 
density of about 0.012 kg/m 3 . This means that it requires 10 times the wind velocity on Mars to generate 
the same dynamic pressure as a given wind velocity on earth. 

This introduces difficulties when trying to simulate the effects of windblown particles on the Martian 
surface on the abrasion of materials when working on Earth. Either the particle weight can be simulated 
by using particles with low density, or the particle mass can be simulated using particles of the same 
density. Having the correct particle weight simulates the wind-blown particle motion. Having the correct 
mass simulates the impact energy between the particle and the test material. 

MARSWIT Tests 

Dust-laden winds on Mars were simulated in the MARSWIT, a low pressure flow-through wind 
tunnel 14 m long, with a 1.3 x 1.1m test section located 5 m from the mouth. This flow-through wind 
tunnel is located in a 4000 m 3 chamber which can be pumped down to pressures as low as 380 Pa. Its 
characteristics have been described elsewhere (Ref. 7). 

Since the test volume in the section of the MARSWIT is only about 1.1m high, only part of the 
NDX-1 suit could be exposed in this facility. The lower torso and boots were secured behind the suit so 
that effectively the suit was exposed from the waist up. Foam supports were placed in the suit and a 
mannequin head in the helmet. After the suit was transferred to the MARSWIT, it was inflated to about 
7 kPa gauge. Although suit pressures are typically higher than that, 7 kPa was used because it was high 
enough to support the suit, but not so high as to make constraining the leg and boot section of the suit 
difficult. This test configuration is shown in Figure 1. 

In order to simulate a dust storm on the Martian surface, particulates can be fed into the top of the 
MARSWIT about 4 m from the test section. The feed hopper was filled with a basaltic dust, and dropped 
into the air stream at varying speeds. Even at a wind speed of 10 m/s, the particles dropped to the floor of 
the tunnel before reaching the test section. Since this test was carried out at terrestrial pressures, this 
corresponds to the same dynamic pressure that would occur at 100 m/s on the Martian surface. Although 
it has been suggested that some landforms would require such wind velocities to be formed (Ref. 8), this 
is far in excess of any of the wind speeds measured at either the Viking or Pathfinder sites. So it was 
decided that particles with the correct mass were too heavy. 
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Figure 1 . — NDX-1 suit in the test position in the MARSWIT. 
Note the nine square patches of fabric samples on the 
space suit chest. 


It should be noted that how long particles remain suspended depends on particle size, and that smaller 
particles could have reached the test section. But the use of very small particles introduces both safety 
concerns for those in and around the tunnel, and cleaning and maintenance concerns for the facility. Thus, 
there were constraints on the minimum particle sizes that could be used for this fdm project. 

So the decision was made to utilize powdered walnut shells with a nominal particle size of 150 pm to 
simulate the Martian dust. The density of walnut shell is 1.2 g/cm 3 , which is about 25 percent of the 
density of basaltic rock, which makes up the bulk of the Martian surface. The Mho hardness is 3.5, which 
is considerably less than typical basaltic rock (« 6), but still harder than the materials we were abrading. 
So although the dust used in these tests was not ideal to evaluate the abrasion of the fabrics, it woidd at 
least give some indications of abrasion resistance. Since infiltration is a function of particle size and 
energy, walnut shell again will give an indication. 

Nine fabric materials were chosen for testing. Six were kindly provided by 1LC Dover, and three by 
the University of North Dakota (UND). The 1LC Dover fabrics included an Apollo-era FEP of the type 
that was used on the Apollo lunar surface suits, Orthofabric of the type that is currently used for the outer 
lay of the Space Shuttle and International Space Station suits, and four experimental fabrics. These 
include Ortho-fabric with a silicone backing layer to keep dust from reaching the inner layers, silicone 
backed Kevlar, silicone -backed Vectran, and a Tyvek paper which has been suggested as a disposable 
over-garment. The UND fabrics included NDXIOL, a blue cotton-nylon fabric that makes up the outer 
layer of the NDX-1 suit used in the tests, NDX1RL which made up the restraint layer of the suit used 
during the tests, and NDX20L an advanced double layer fabric. The nine fabric samples were attached to 
the NDX-1 suit using double sided toupee tape in a three-by-three grid on the chest of the suit, and 
occupied an area about 20 to 50 cm above the floor of the MARSWIT, so effectively out of the floor's 
boundary layer. They are clearly visible in Figure 1. A map indicating which samples were in which 
position is shown in Figure 2. 

In addition to the fabric patches, abrasion of the polycarbonate visor was monitored by masking 
sections of the visor with tape. Part of the tape was removed after each run, so that these sections of the 
visor were exposed to different amounts of dust than the bulk of the visor. These sections were then 
inspected for abrasive damage caused by the dust after the runs. 
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Figure 2. — Fabric samples for the Martian pressures tests in 
the MARSWIT. (1 ) Apollo-era FEP, (2) Orthofabric, 

(3) silicone backed Orthofabric, (4) NDX20L, (5) NDX1RL, 
(6) NDXIOL, (7) silicone backed Kevlar, (8) Tyvek, and 
(9) silicone backed Vectran. 


At the conclusion of each run in the MARSWIT, the suit and samples were photographed. The 
samples were carefully peeled off of the suit, carefully wrapped in a sheet of waxed weighing paper, and 
placed in individual zip lock bags for later analysis. The suit was then removed from the wind tunnel and 
dust was removed from both the suit and the MARSWIT with a vacuum cleaner. After both the suit and 
the wind tunnel were clean, the suit was placed back into the MARSWIT and a fresh set of samples was 
affixed to the suit. 

Four runs were made at terrestrial pressure, and one at Martian pressure. All of the runs except one 
were for 10 min. Ten minutes was chosen as the maximum time because the bin holding the walnut shell 
particles could only hold enough material for about that length of time. Run 3, at 10 m/s, was run for only 
3 min, for fear of excessively damaging the polycarbonate face shield. Run 5 was run at the highest 
velocity thought to be relevant to the Martian environment, 35 m/s. Run 4 was set to have the same 
dynamic pressure as Run 5. All tests were carried out at room temperature. The specific characteristics of 
each run are shown in Table I. 

The experimental set-up was changed for the Martian pressure run. Due to the tight filming schedule, 
the suit was shipped to the site of the dust-devil test before the Martian atmosphere test could be run. So 
the samples were mounted on a piece of NDXIOL, on a padded board to mimic the spacesuit mounting. 
This was placed inside the MARSWIT at the same position they occupied when attached to the suit, as 
shown in Figure 2. 


TABLE I.— TEST PARAMETERS FOR EACH OF THE TEST RUNS IN THE MARSWIT 


Run # 

Air density, 
kg/m 3 

Wind velocity, 

m/s 

Dynamic pressure, 
Pa 

Walnut shell kinetic 
energy, 
nJ 

Sand kinetic 
energy,* 
nJ 

1 

1.23 

4 

9.8 

32 

130 

2 

1.23 

3 

5.5 

18 

73 

3 

1.23 

10 

61.3 

200 

810 

4 

1.23 

3.5 

7.5 

25 

100 

5 

0.012 

35 

7.4 

2500 

10000 


* Although runs were made using walnut shell, this column gives the energy for sand particles 
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Post-test samples were imaged under a Leica MZ16 optical microscope fitted with digital image 
capture. The fabric samples were imaged at 10x, 25x, 50x, and 100x magnification. Selected samples of 
the fabrics 15x17 mm were cut out and mounted in a sample handler that was designed to fit within the 
Field Emission Scanning Electron Microscope (FESEM). Those samples were then imaged with a Flitachi 
Model S 4700 FESEM using electron acceleration voltages ranging from 2 to 3 kV at 50x to lOOOx 
magnification. The low acceleration voltages enabled the samples to be imaged without the addition of 
conducting coatings. 


Dust Devil Tests 

The Martian dust devil tests were carried out at Showbiz Studios (Van Nuys, California) using a large 
fan-created vortex. Two different Martian simulants were used in this test. The first was Fuller’s Earth, a 
fine particle size (down to a few pm) clay material that contains montmorillonite, which may be similar to 
some Martian minerals (Ref. 9). The second simulant was JSC Mars-1, a simulant that has similar optical 
properties to Martian dust, but had a minimum particles size of about 1 mm (Ref. 10). One of the authors 
(Lee), wearing the NDX-1 space suit with the pressure maintained at 20+2 kPa gauge (3. 0±0.2 psig), 
walked through the dust devil to judge both subjectively and objectively how the suit performed under 
these conditions. A photograph of a test in progress is shown in Figure 3. 


<** 


# 



Figure 3. — Lee in NDX-1 suit walking into an artificial dust devil of 
Fullers Earth. 


N ASA/TM— 20 10-216787 


6 





Figure 4. — MARSWIT tests, (a) NDX-1 space suit in MARSWIT showing geometry of suit position 
and overall dust pattern, (b) A protective tape patch can be seen near the chin of the mannequin, 
(c) A large amount of dust was blown up the sleeve of the outer garment, (d) Despite the large 
amount of dust that blew up the sleeve, little of it contaminated the glove joint mechanism, (e) A 
significant amount of dust was blown under the outer garment near the helmet, (f) Some dust that 
was blown under the outer garment reached all the way down to the front of the waist joint. 
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Results and Discussion 

MARSWIT Tests 

At the conclusion of Run 4, the last run with the full suit installed in the MARSWIT, the suit was carefully 
disassembled and photographs were taken at each disassembly stage to document the amount of dust that 
infiltrated through the outer blue layer (of NDXIOL) and through the inner NDX1RL restraint layer. Figure 4 
shows a few representative photographs of that analysis. 

Figure 4(a) shows the position and condition of the NDX-1 at the conclusion of test Run 4, just before 
disassembly. Note that most of the dust that can be seen on the suit is on the lower portion of the suit. The 
height of dust adhering to the suit depended, predictably, on the wind speed. Only in Run 3, with a speed of 10 
m/s, was there a significant amount of dust on the visor. Concern of significantly damaging the visor limited 
this run time to 3 min. ft can be noted, however, that the dust in this test did rise up over the collar of the blue 
outer layer, and some dust was observed on the lower portion of the helmet. Note that the arm position in this 
test is extended away from the body. Although the arm position varied slightly from test to test, having the 
amis so close to the body to shadow it, or completely extended so that the wind might blow up the sleeve, were 
extremes that were avoided. 

Figure 4(b) shows a close-up of the protective tape patches that were put on the visor to shield it from 
additional exposure. A patch was added after each test, so in later analysis any visor damage could be assessed. 
The patch that was applied after the 4 m/s test is visible near the chin of the mannequin, and those added after 
the 3 m/s and the 10 m/s runs are on the other side of the visor, approximately across from the mannequin nose 
in the photo. Visual inspection of the areas protected by the tape patches showed no difference with the rest of 
the visor. Similarly, no degradation of the visor was observed after dust was removed with a brush. 

Figure 4(c) illustrates that a significant amount of dust flew up the sleeve of the suit. This is undoubtedly 
due in large part to the ami position being somewhat aligned with the direction of the wind flow. Flowever, as 
can be seen in Figure 4(d), only a little of that dust made it as far up the ami as to deposit on the glove joint. 
That which did, did not impair the working of the glove attachment mechanism. 

Figure 4(e) shows that another quantity of dust entered around the neck of the outer layer, and settled on 
the horizontal surface of the helmet support. Some of this even dropped down as far as the front of the waist 
joint (Fig. 4(f)). Again, the deposited dust deposited did not hamper the working of the suit mechanisms. 

Virtually all of the dust that made it past the blue outer layer of the suit entered by the two paths described 
above, up the sleeve or down the collar. No significant fraction of the dust actually penetrated the outer layer. 
Similarly, no dust was found to infiltrate the pressure garment layer. 

Optical photomicrographs at 100x for the Apollo-era FEP fabric exposed to each of the test conditions are 
shown in Figure 5. No abrasion is seen in the fabrics exposed to any of the conditions. This is the case for all 
nine of the fabric types tested. 

Figure 6 shows the same samples under the FESEM. Although the exposure time was short, evidence of 
abrasion at high magnification was seen. Minimal defects were observed in the pristine FEP, as is illustrated by 
Figure 6(a), which shows the appearance of the FEP at 250x. The FEP exposed to wind-blown dust at 3 m/s 
resulted in the accumulation of dust particles on the surface of the fabric, but no abrasion was noted (Fig. 6(b)). 

But as the wind velocity increased from 3.5 m/s to 4 m/s to 10 m/s, an increasing amount of fiber damage 
was observed (Figs. 6(c), (d), and (e)). The damage appeared as pits or craters in the fibers that appeared to be 
about the same size as the particles. This leads to the belief that each was caused by a single collision with a 
particle. There were more of these pits seen as the velocity increased. At 10 m/s it was estimated that 2 to 5 
percent of the weave squares were damaged. At the higher velocities, more of the pits appeared to fully 
penetrate the fibers. Whereas the pit shown in Figure 6(c) was one of only two on the entire 1 cm 2 sample to 
fully penetrate fibers, most of those at 10 m/s were full penetrations. In the sample exposed to 6 m/s particle- 
laden wind both the occurrence and extent of the damage was intermediate. 

But under Martian pressure and 35 m/s dust laden wind (Fig. 6(f)), a completely different phenomenon is 
observed. There were no damage pits and no large (150 pm) particles observed on the fibers. Instead the fibers 
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(e) (f) 

Figure 5. — Optical photomicrographs of the Apollo-era FEP fabric exposed to test conditions at 
100* magnification, (a) Pristine Apollo-era FEP. (b) Apollo-era FEP subjected to 150 pm 
walnut shell at 3 m/s airfor 10 min. (c) Apollo-era FEP subjected to 150 pm walnut shell at 
4 m/s airfor 10 min. (d) Apollo-era FEP subjected to 150 pm walnut shell at 6 m/s airfor 
3 min. (e) Apollo-era FEP subjected to 150 pm walnut shell at 3.5 m/s airfor 10 min. 

(f) Apollo-era FEP subjected to 150 pm walnut shell at 35 m/s Martian pressure airfor 10 min. 


N ASA/TM— 20 10-216787 


9 








Figure 6. — Apollo-era FEP fabric samples under the Field Emission Scanning Electron 
Microscope (FESEM). (a) Pristine FEP fabric at high magnification in the FESEM exhibit 
minimal defects, (b) FEP fabric subjected to 3 m/s winds show particle build-up, but no fiber 
damage, (c) FEP fabric subjected to 3.5 m/s winds show occasional fiber damage, (d) FEP 
fabric subjected to 4 m/s winds show more frequent fiber damage, (e) FEP fabric subjected to 
1 0 m/s winds show frequent fiber damage, (f) FEP fabric subjected to 35 m/s winds at Martian 
pressures show broken walnut shell, but no fiber damage. 
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were densely covered with fine particles, no more than about 10 pm across. Apparently, the larger walnut shell 
particles were broken into these fine particles before they reached the samples. A 10 pm particle only contains 
about 0.03 percent of the kinetic energy of a 150 pm particle traveling at the same speed, so it is not surprising 
that they would do dramatically less damage to the fibers. But that the particles were so thoroughly pulverized 
is remarkable, given that the 150 pm particles entered the air stream just 4 m before hitting the fabrics. The 
free stream velocity was 35 m/s, so the comminution occurred in the fraction of a second required to travel that 
distance. The Reynolds number of the air during the test was calculated to be on the order of 30,000, so the 
flow was dominated by turbulence, which certainly favors collisions, but still the process appears to be 
remarkably efficient. 

There are consequences of testing the fabrics under conditions that break up the particles. Whereas that 
larger (150 pm) walnut shell particles sit on top of the fabrics, the smaller particles (few pm) enter the fabrics 
and coat the individual fibers. Thus, the smaller particles adhere better. In addition, as the fibers within the 
fabric move against one another during normal use, fiber abrasion could become significant, perhaps causing 
the type of fiber wear and shredding observed in the outer layer of the Apollo space suits (Ref. 11). Figure 6(f) 
looks remarkably like the FESEM micrographs of the Apollo suit fabric worn on the moon (Fig. 7). 

This also illustrates a danger when trying to physically simulate an exotic environment such as the surface 
of Mars. Because of the different acceleration of gravity and the different atmospheric density, every 
simulation must make compromises. By using walnut shell particles the gravity was compensated for, but not 
the hardness of the particles. By working at terrestrial pressure either the dynamic pressure or the kinetic 
energy of the particles can be simulated, but not both. In this study, there was a synergistic effect between the 
two sets of choices made (compensate for gravity and generate the correct dynamic pressure) that resulted in a 
completely unexpected outcome. The particle size was dramatically reduced before it contacted the fabric. 

Figure 8 shows the photomicrographs of all nine fabric samples exposed to the Run 5 conditions at 100x. 
The 10-pm-sized walnut shell particles can be seen in all of the samples. On the Martian surface, it seems 
unlikely that individual dust grains would be shattered as they travel through the atmosphere or impact the 
fabric of a space suit. Elowever, it is likely that many of the particles which are most easily moved by the 
Martian winds would be agglomerates. It has been observed in previous experiments in the MARSW1T that at 
high wind speeds, particle agglomerates are moved, and shatter on impact either with a solid surface (Ref. 3) or 
a fabric (Ref. 2). The result is that at high velocity small particles tend to coat surfaces with smaller particles 
rather than to abrade them. Thus, as a first approximation, more problems with space suits on the Martian 
surface will probably be associated with coating and clogging of mechanisms than abrasion of the fabrics. 

Dust Devil Tests 

The dust devils were produced by first spreading a quantity of Martian dust simulant on the floor, and then 
turning on the large fan. The created a vortex that pulled the dust up off of the floor. The dust devils were 
clearly visible. After the dust devil was created, the suit subject (Lee) walked from a clear area into the storm. 
Fie then performed routine tasks while in the dust devil, such as walking, bending over, and picking objects up. 
As the suit subject encountered the various dust devils generated for the test, he commented on being able to 
distinctly hear the sound of impinging airborne particles on his helmet (noticeable in spite of the noise of the 
internal air-circulating fan), the transient (1 to 2 s) loss of visibility of background features through the thickest 
column section of the dust devil, and also the good opportunity he was afforded to observe intricate eddies and 
circulation patterns associated with the dust devil. No significant dynamic pressure on the suit nor any 
particular discomfort were felt while transiting in and out of the dust devil. 

The results of the performance of the NDX-1 space suit in the dust devil tests are summarized in Figure 9. 
Figure 9(a) shows that, as expected, there was a significant amount of dust that adhered to the entire suit — 
helmet to boots. Figure 9(b) shows a close up of the left shoulder in order to illustrate the extent of the dust 
coverage. Due to the swirling winds raising the dust simulant from the floor to well above the top of the suit, 
the dust coverage was nearly uniform over the entire surface of the suit. Figure 9(c) demonstrates that the visor 
was covered as well. 
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(e) 

Figure 7. — Photomicrographs of fabric from the left knee of Apollo 12 astronaut Alan Bean’s 
suit, (a) and (b) Optical, (c) to (f) FESEM. 
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(e) (f) 

Figure 8. — Photomicrographs of fabric samples subjected to 150 pm walnut shell at 35 m/s 


Martian pressure air for 10 min at 100x magnification (Run 5 conditions), (a) Apollo-era FEP. 
(b) Orthofabric, (c) Silicone-backed orthofabric, (d) Silicone-backed Kevlar, (e) Tyvek. 

(f) Silicone-backed Vectran. 
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(i) 

Figure 8.— Concluded, (g) NDX20L. (h) NDX1RL. (i) NDXIOL. 
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Figure 9. — (a) JSC-1 Martian simulant coats NDX-1 space suit after exposure to artificial dust devil. 

(b) Closer view of JSC-1 Martian simulant coating NDX-1 space suit after exposure to artificial dust 
devil, (c) A large amount of dust adhered to the visor during the dust devil test, (d) Despite the large 
amount of dust that coated the outer layer, little of it contaminated the pressure garment, (e) Despite 
the large amount of dust that coated the NDX-1 outer layer, almost none of it contaminated the glove 
joint mechanism, (f) A small amount of dust was blown under the outer garment and reached the 
helmet support. 


N ASA/TM— 20 10-216787 


15 






Conclusions 


In order to assess abrasion and infiltration issues that might be encountered on the Martian surface, a 
pressurized NDX-1 spacesuit was exposed to windblown Martian dust simulants in the MARSWIT, and 
in a dust vortex machine. In addition, nine fabric samples were affixed to the suit in the MARSWIT tests. 

The MARSWIT tests showed that, even under these short times, fabric abrasion is initiated by pits 
that can break through individual filaments at wind speeds as low as 3.5 m/s and terrestrial pressure. At a 
wind speed of 35 m/s under Martian pressures, the walnut shell dust simulant was broken from 150 pm 
particles to 1 0 pm particles and smaller. These smaller particles penetrated the weave and became 
attached to individual fibers. Thus lodged, the individual fibers would be susceptible to abrasion as the 
fiber was worked under normal operations. Under high magnification, these closely resembled the Apollo 
fabrics worn on the lunar surface, though without the abrasive damage. The NDXOL1 outer garment 
allowed some infiltration of dust, but not enough to hamper the working of the mechanisms of the 
restraint layer underneath, such as the glove and helmet locks. 

The NDX-1 suit performed well in the artificial dust devil tests. Visibility was maintained, and the 
subject in the suit was not hampered from performing routine tasks, such as walking, bending over, and 
picking objects up. Again the NDXOL1 outer garment allowed a small amount of dust infiltration, but not 
enough to hamper the working of the mechanisms of the pressure garment underneath. 

Although the tests were preliminary, and the environments of relatively low fidelity, since lower 
pressure would be required for Mars conditions, no substantial issues were identified in protecting the suit 
and its wearer from the effects of wind-blown dust in the Martian environment. 
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